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1. DR. FRANK LINVILLE OF GENERAL MONITORS WAS RECALLED TO 
THE UNITED STATES AND WAS UNABLE TO VISIT PARIS. 

MR. ROBERT WOLFE, EUROPEAN SALES AMANGER OF GENERAL 
MONITORS, WHO IS IN EUROPE NOW, WOULD LIKE TO CONTACT 
FSO RICHARD DEVINE ON THE 27 OE JANUARY RE THE METHANE 
MONITOR SALE. 

2. DR. LINVILLE INFORMED USDOC HE REGRETS INABILITY TO BE IN PARIS. 
HE FURTHER INDICATED THIS FIRM WOULD CONSIDER SEND TEST MODEL 
OF ITS EQUIPMENT TO FRANCE IF THIS IS THROUGHT DESIRABLE. 
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